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The  Concert  Organ  in  Crouse  Auditorium,  School  of 
Music,  Syracuse  University,  Syracuse,  New  York  was 
designed  and  built  (1950)  by  The  Holtkamp  Organ 
Company.  It  is  one  of  six  Holtkamp  Organs  on  the 
Campus  of  the  University. 
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